SWITCH KIT INSTRUCTION SHEET 


A. KIT CONTENTS: QTE 

• ON/OFF Switch..;... 1 

B. INSTALLATION 

L Locate the On/OS Switch on your mat See Figures 1 and 2. 

2. Remove and discard the old On/Off Switch. 

3. If jrrarCh^OffSwifcdi is located as shown in KgureLbeiid the tenainals as shown, ia Figure 1 (inset). 

4. Connect Switch wires and install the new On/Off Switch. Figures 1 and 2. 



Figure 1 Figure 2 
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